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BACKGROUND ON REVISION OF SC TERMS OF REFERENCE 


EIC-M-63, 12 November 1957 - authorizetion for updating 


EIC-D-304, 3 July 1958 - Draft instructions and Model Terms 
TAC-D-105/28, 26 May 1958 ~ Proposed DCID 3/1 
EIC-D-123/2, 20 Dec 1955 - General Concept & Functions of HIC SCs 
EIC-D-112/1, 5 June 1958 - Procedures for EIC Review of External 
Research Contracts 
Model Terms of Reference for SCs, approved by EIC 20 Dec 1951 


EIC-M-74, 31 July 1958 - BIC action on EIC-D-304, 3 July 1958 


EIC-D-304/1a, 1 August 1958 - Memo to Chairmen, EIC SCs re; Revision 
of SC Terms of Reference with EIC-approved Model Terms 
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